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WHY YOU SHOULD HIRE 
A LEAD-SAFE CERTIFIED 
RENOVATION CONTRACTOR: 


1. To help prevent learning disabilities 5. To help prevent hearing loss 
2. To help prevent behavior issues 6. To help prevent brain damage 
3. To help prevent diminished motor skills 7. To help prevent memory loss 
4. To help prevent lower intelligence 8. To help prevent headaches 


Today, there are over one million kids who have been poisoned by lead from old paint. 
Home repairs that create even a small amount of lead dust are enough to put your 

family at risk. If you live ina home or apartment that was built before 1978, make sure 
you renovate right with a contractor that is Lead-Safe Certified in accordance with the 
new EPA guidelines for any renovation or repair project. 







To find a Lead-Safe Certified 
contractor in your area, 
visit epa.gov/getleadsafe 

or call 800-424-LEAD. 
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